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PART III - SECTION 2 
पेटेन्ट कार्यालय द्वारा जारी की गई पेटेंटा मार रिजाइनों से संबंधित अधिसूचनाएं और नोटिस 
Notifications and Notices issued by the Patent Office relating to Patents and Designs 


THE PATENT OFFICE 

Patents und Designs 
Calcutta , the 24th December, 1966 

Application for Patents 
The dates shown in crcsccnt brackets are the dates claimed 
under Section 78A of tlic Act . 

3rd December 1966 
108285. S. Ghosh . Au improved reactor control welding 

transformer . 
108286 . J. L . Mulvancy: Load -bearing and wind-resisting hol 

low portal hull -coro walls . 
108287. C . Kapoor and H . Ram . A device or inechanism for 

drawing water out of a well , tank , pond, river or 
from any lower level storage to ground or higher 
level, without the help of any electrical mecha 
nical, manual or animal power , except the initial 

filling of a reservoir and a connecting pipe . 
108288 . Titangesellschaft Müh . Improved pyrogenic Tio , 

pigment and method of producing game, 
108289 . Maschinenfabrik und Giesscral Notstal A .- G . Me 

thod and equipment for the injection moulding 

of shaped articles from synthetic materiale. 
108290 , Messwandler -Bau , G .m . b . H . Improvements in or 

relating to electrical coil, in particular high voltago 
coil for potential transforšaurs, embedded in a 
duroplastic insulating compound , and mothod 

of making such a coil. 
108291. J. Vadseth . Arrangement for cleaning of a ship s hull 

for marinc growth . (3rd Decemer 1965) . 
108292. J. Fennell. Magnetic display apparatus. 

5th December 1966 
108293. Buckman Laboratories, Inc . N , N - Dimethylamido 

plasticizers . 
108294 . S . C . Srivastava . Kalavat mechanical pump. 
108295 . Slemens Aktiengesellschaft . Improvements in or 

relating to transmission circuit arrangements . 

( 10th August 1966 ). 
108296 . Hindustan Lever Limited . Iinprovements relating to 

oral compositions ( 7th December 1965) . 
108297 , Hindustan Lever Limited . Dentifrice compositions , 

( 7th December 1965). 
108298 , Concast A . (). A molbod and apparatus for use 

in the continuous casting of metals . 
108299. Erba Maschloepbau A . C . Wide package and method 

of manufacturing game. 
M36702 


108300 . Joseph Lucas (Industries ) Limited . Battery Charging 

systems for use in road vehicles ( 131h December 

1965) . 
108301 . Imperial Chemical Industries Limited . Chlorinated 

polymers. (24th Docember 1965 ). 
108302 , Stamicarbon N . V . Process for th : preparation of 

L -amino acids. 
108303. Solar Thompson Engineridg Company Ltd . Improve 

ments in or relating to conveyor belts , [Divi 

sional date 18th March 1965 ). 
108304. Sterling Drug Inc . Preparation of Bis-guanidincs . 

(Divisional date 6th April 1965 ). 
108305, Ciba Limited . Pesticidal preparations. 
108306. The Houg Kong Chiap Hua Mcy . Co ., ( 1947 ) Ltd . 

Structural tubular framowork (6th December 

1965) . 
108307. Stabilator Aktiebolag . A device in drills. 
108308 . J. Binns. Machine for turning and shaping a hicavy 

workpiece . 
108309 . Akticbolaget Svenkska Flaktfabrikep . A channel for 

spraypainting intermittently or continuously ad 

vanced objects, 
108310 . Richter Gedeon Vegyszeti Gyar RT. Process for the 

Preparation of vitamin B12 . 

6th December 1966 
108311. Chemical Construction Corporation . Purification of 

ammonia synthesis gas . 
108312 . Johnson & Johnson . Two piece powder container 

sifterless cap combination. 
108313 . Zavod Elektroizmeritelnykh Priborov, Moving- iron 

operating part of Kasuring instrument. 
108314. Chronotechna . Narodni Podoil . Electrical contact 

timepiece . 
108315 . S. M . Umrigar . Improving reduction in fuel consum 

ption in vertical steam boilers . Addition to 

No . 85556 ) 
108316 . Joseph Lucas (Industries) Limited . Battery Charging 

systems for usc in road vehicles. ( 15th Decem 

ber 1965) . 
108317. The Cyril Bath Company . Method and apparatus for 

cold shaping sheet metalstock . (6th July 1966 ) . 
208318 . Farbenfabriken Bayer Aktiengesellschaft. 2 -(N1. 

phthaloyl) sulphanilamido - 5-methoxy-pyrimi. 

dine and its production . (4th July 1966 ). 
108319 . Matsuobita Elctronics Corporation . A method of 

inanufacturing semiconductor device. 
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108320 . BirGeld Englacerlos Limited . Improvement in or 

relating to Unlvcrsal Joints , (22nd Japuary 

1966 ). 
108321, Birfield Engiacering Limited . Improvements in or 

relating to Universal Joints . ( 22nd January 

19661. 
108322 . Interpational Standard Electric Corporation . Circuit 

arrangenient for 2 niultistage regular crosspoint 

arrangenieut. 
108323 . Nippon Shiryo Kogyo Co ., Ltd . Process for spray 

crystallization of sugar . [Additon to No. 

100267 ] 
108324 . Ciba Limited Manufacture of cycloaliphatic pyrimi 

dincs . 
108325 . Ciba Limited . Oxalic acid diarylamides and their 

use as prolcciants for organic materials , 
108326 . N , V . Philips Gloeilampenfabricken . Improvements 

in or relating to elcctric circuit elements and 

methods or manufacturing such elements. 
108327. N . V . Pliilips Glocilampenfabrieken . Improvements 

in or relating to methods and arrangements for 
winding filaments for electric incandescent lamps, 
discharge tubes or the like . 

Toh December 1966 
108328. E . Merok Aktiengesellschaft. Hexabydro -1 ibH -ben 

zo taj quibolizine derivatives and preparation 

chereof. 
108329 . Veb Ingenieurtechnisches Zentralburo , Mineralole 

Und Organische Grudstoffc. Process and reactor 
for boligical purification sewage waters with 

low pollution loads. 
108330 . Veb Ingenieurtechnisches Zentralburo , Mineralolc Und 

Oryanische Grundstoffc, Process and plant for 
mechanical draining and destruction of sewago 

sludge. 
108331. Vob lagenleurtechnishes Zentralburo , Mineralole Und 

Organische Grundstoffe . A method and reactor 
for technically conducting the rcactions of 

aerobic fermentation processes . 
108332 . D . N . Basack . Pilfer-proof cap . 
108333 , United States Steel Corporatori. Contact drum and 

method for leat exchange with travelling strip . 
108334. John Goorgo Hunt. Improved building constructions, 

( 14th January , 1966 ). 
108335. Associated Cliemical Companics Liiled Chromising 

of ferrous metal substates . ( 7th Junç 1966 ), 
108336 . Simonacco Limited . Flotation equipment. (22nd 

March 1966 ) . 
108337. Joseph. Lucas (Industrics ) Limited , Method of 

manufacturing a stator winding for dynamo 
olectric machines . (Divisional date 30th March 

1965 ). 
108338, Colgate - Palmolive Company. Washing machine and 

method . 
108339 , G . Kromschroder Aktiengesellschaft. Improvements 

in coupling for throughflow appliances. ( 7th 

September 1966) . 
108340 , F . Hoffmann - La Roche & Co. Aktiengesellschaft . 

Bonzofuran derivatives and process for the manu - 

facture thercof. ( 15th December 1965). 
108341. F . Hoffmann -La Roche & Co, Aktiengosellschaft, 

Benzofurao derivatives and process for the ma 

Dufacturo thereof. (4th February , 1966) . 
108342. National Bulk Carriers, loc. Drag and draghead , 

8th December 1966 
108343 . Council of Scientific and Industrial Research . Procesy 

for the preparation of potassium carbonate using 

ion -exchange technique. 
108344 . Hindustan Lever Limited . Improvements relating to 

toothpasto . ( 10th Deccmber, 1965) . 
108345. J. B . Advani Oeillkon Electrodes Private Lid . Aim 

trainor , 
108346 . J, R . Goigy A . G . Process for the production of ach 

N /-substituted N -arylsulphonyl. 
108347. Allied Chernical Corļoration . Process for the pre 

paration of opsiloncaprolactam . 
108348. Chemische Fabrik Pforsec G .m .b .H . Process for 

manufucturing 1 , 3-diaminopropanol-(2). 
108349 . Retal Drug and Chemical Company. Suspension 

polymerization method for preparing elasto 

meric hydrocarbon intcrpolymers . 
108350 . Robo and Haas Company. Lubricant and liquid fuel 

compositions. [Divisional date 28th spril 1965 ) . 


108351. United States Atomic Energy Commissiou . Method 

ofmaking a galt-rejecting membrane. 
108352. Thiruvengadaswamy Venkatachalani. and R . Raja 

manickam . Submergible electric inotor-cuina 

Pump unit . 
108353. Stabilator Aktiebolag. A method of anchoring rods 

or the lik or drill holes in carths or rocks. 
108354. Ciba of India Limited . Process for the manufacture of 

oxazabeterocycles. 
108355. Cita of India Limited . Process for tho manufacture 

of dibenzhcterocyclic coinpounds. 
108356 . Petrol Injection Limited and Harold Ernest Jackson . 

Fuel Injection systems. (24th December , 1965 ) . 
108357. N . V . Philips Gloeilampenfabrieken . Loiprovements 

in or relating to low -prossure mercury vapour 

discharge lamps. 
108358. V . N . Sharma. Pandey s power tablc . 
108359 , E . A , Zanaria . Dcorative surfaced qverlay papers , 
108360 . R . S. Gancriwalu . A device. 

911 December 1966 
108361. S , K . Mukherjee . A Bosc and Gayathri Mukherji 

Disposable Decoction bag , 
108362 . G . G . Daudokar, Ugo of transparencnt inatorial like 

glass in or relating to the manufacture of burner 
caps in kerosene lamps or lanteros ( cominonly 
known as hurricanc lanterns), tablc lamps, bed 

lamps, stands etc. 
108363. Thomas Tabbener & Co . Limitcd and R . Wilbiams. 

Improvements in or relativo to gelatinc compo 

sitions ( 15th March , 1966 ) . 
108361 . The Magnavox Company . Facsimile synchronizing 

system . 
108365. Sandvikens Jernverks Aktlobolag. Improvements in 

or relating to razor or other thin , sharp - odged 

blades. (28th November 1966 ). 
108366 , Chevron Research Company. Pipelining crude oil. 
108367. Ciba of India Limited , Process for the manufacturo 

of benzheterocyclic compounds. 
108368 . Kazuki Ono and Zeusiro Isono. A process for removal 

of silicate from a wasto liquor of alkalino pulping 

process , 
108369 . Sandoz Lid . Azo djes of low solubility in water, 

their production and use . 
108370. Monsanto Company . Purification of Olefiuically 

unsaturated nitriles . 
108371, J. R . Geigy . A . G . Optical brightening of paper . 
108372 . Farbenfabriken Bayer Aktiengesellschaft, Fungicidal 

Conipositions ( 22ud July 1966 ) . 
108373. Iho Microcyclomat Co . Improved classifier appara 

tus for dry pulverulentmaterial. 
108374 . The Commonwealth Trust Limitcu . Terracotia Buil. 

ding block . 
108375 , The Chairman , Indian Tea Association. Improve 

mont in or rclating to a machine for processing 
tea leaf, [Addition to No. 103308 ) . 

ALTERATION OF DATE 
98388 . The claim to priority dato 11th March 1964 has been 

abandoned and the application dated as of 10th 

March 1965, the date of filing in India . 
98648 . Thc Claim to priority date 6th April 1964 has been 

abandoned and the application dated as of 25th 

March 1965, the date of filing in India . 
99880 . The claim to priority date 5th June 1964 has been aban 

doacd and the application dated as of 2nd June , 

March 1965, the date of filing in India . 
100448. The claim to priority date 15th July 1964 has been 

abandoned and tho application datod as of 6th 
July, 1965, the date of filing in India , 

Applications Accepted 
Notice is hereby given that all persons interested in opposing 
llie grant of patents on any one of the Applications roterred to 
below pay at any time within four months of the date of the 
Gazette of India give notice to tho Patents Office in the pres 
cribcd form No. 6 of tho Indian Patents and Designs Rules, 
1922 , of such opposition . 

A Ümitod number of printed copies of the specification in 
tho following list will be avallable for salo from the Governtpopt 
of India , Book Depot, 8 , Hagtipgs Street, Calcutta , in due course . 
The price of ouch specification is Rs. 2 ( postago extra , if sont 
out of India ). Requisition for the supply of printed specifications 
should be accompanded by the pumbers of specifications au shown 
in the following ljet, 


PART III - Sxc . 2 ] 


THE GAZBITE OF INDIA , DECEMBER 24 , 1966 (PAUSA 3 , 1888 ) 


475 


If required typed copies of the specifications together with 
copies of drawings , if any, can be supplied by the Patent Office 
on paymont of tho necessary charges which may be asccrtained 
on Application to the office . 

Tho datos shown in crescent brackets are the dates allowed 
under Section 78 - A of the Act. 
97993 . H . Wilmsen . An apparatus and a method of produc 

ing expanded aminoplasts and of modifying their 
cellular structure . Accepted on 18th Novoinber 
1966 . 

Comprises addition of one or more additives 

to the expanded resin before curing . 
90170 , Rohm & Haas Company, Cellular products and nie . 

thods ofmaking them . Accepted on 29th No 
vember 1966 , 

Comprises foaming a composition containing a 
water in soluble copolymer of mono - ethylenically 
unsaturated molecules having one or more of the 
functional groups glycidyl hydroxy , thiol, primary 
amine, secondary amine, amide , ureido and carboxyl 
and effecting reaction of the functional group to being 

gelatinirntion , 
98209 . Willielm Stahlecker G .m .b . 11. Dovice for inoasuring the 

load of the pressure rollers of a drawing mechanism . 
( 18th Deceinber 1964) . Accepted on 1st December , 
1966 . 

supporting rod is inserted into the bearing meni? 
her and the measuring side of the device is braced 
on a fixed part through a resilient clement, whose 
deflection is transmistted to a measuring instru 

ment. 
98233 . N . V . Philips Gloeilamponfabrikon . Improvements in 

and relating to mothods of connecting wird ends of 
a coil wound on a coil former with connecting 
wires coil formers suitablo for such methods and 
colls manufactured by said mothods. Accepted 
on 2nd December 1966 . 

Characterised in that each connecting wire tread 
of circulating material over a small distance is taken 
well a free metal core through an opening in the 
flange und the two ends are interconnected by a 

thermal treatment. 
98235. N . V . Philips Gloeilampenfabrieken . Improvements in 

or relating to process of manufacture of an articlo 
such as a gas discharge lamp and a device thorofor . 
Accopted on 2nd December 1966. 

Comprising using an alternating magnetic field 
produced by means of transisting coil two receiving 
coils alternating voltage having amplitudes which 

depends upon the position of the article. 
98241. Monsanto Company. Herbicidal N -formyl cl -haloaco 

tanilldes . Accepted on 2nd December 1966 . 

Comprises reacting the corresponding formimidate 
with an a - halo - ucetyl hallde and heating the reactants 

to split off alkyl hullde. 
98250 . Metal Containers Limited. Laminated film material, 

( 3rd March 1964 ). Accepted on 3rd December 
1966 . 

Comprises applying lubricating agent to part of the 
surfaces and thereafter uniting remaining areas by 

spot welding 
98264 . Vob Filmfabrik Wolfen . Multilayer photographic 

colour material for tho production of cloured 
photographic images by colour development. 
( 291)1 June 1964 ) Accepted on 3rd December 1966 , 

Comprising an alkali metel salt of an afo dye 
stutt is added to a silver hullde emulsion to 
pether with the customary additives, the emulsion 
is then cast on to a support and the suhsequent layers 

superimposed thereon . 
98272 , Panch Udyog Private Limited and A . K . Jajoo . Pow 

derod insecticido sprayer . Accopted on 3rd De 
comber 1966. 

For spraying insecticides in powder form compris 
ing a container, a bellow consisting of first and 
second non return valye attached to or mounted on 

sald container for introducing compressed air therein . 
98274 . Shell Internationale Research Maatschappii N . v . 

Oil sultable for use as a gear oil. Accepted on Sth 
December 1966 . 

Comprising a blend of a bright stock and a mineral 

lubricating oll. 
98285. Burgess Products Company Limited . Improvements 

relating to knife edue boarings in electrical appara 
tus . ( Sth March 1964 ), Accepted on 3rd Decem 
ber 1966 . 

An eloctrical apparatus including a first electrically 
conductive component formed with a knife edge pivot. 
ed in a norch in a second slectrically conductive 
component. 


98286 . The Tomrored Spring Company Limited . Improve 

monts relating to rail . fastening , ( 5th March 
1964 ). Accepted on Sth December 1966 . 

Comprises in combination a sloeper, a clip in the 
form of spring plate, a reaction pirct , and a back 

supportmounted on the said foundation . 
98294 . Distington Engineering Conpany Limited . Improve 

inents in or relating to devices for positioning arti. 
cles . ( 10th March 1964 ). Accepted on 5th De 
cember 1966 . 

An article positioning device comprising plural 
member s movable to be engaged with the article at 
low pressure und die menibers are locked in a posi 
tional relationship and the article inoves together 

with locked member s in said relationship . 
98338 , John Bull Rubber Company Limited . Improvements 

in or relating 10 method and apparatus for 
manufacturing Corrugated or convoluted hose . 
Accepted on 701 Deceinber 1960 . 

Comprises supporting a rubber tube blank on a 
mandrel und subjecting it to differential fiuld pressure 
to form swellings , collar ing and shortening the tube 

and then yucalnising . 
98346 . Montecatini Societa Generale Per L Industria Mineraria 

E . Chimicn . Coated packing polyolefin films and 
process for proparing theın , Accepted on 7th 
Decomber 1966 . 

Support polyolefin films are first coated with ami 
nic compound and then with second layer of mixture 

of epoxy resin with vinyl or vinyldene polymer, 
98363. Luk Lamellon und Kupplungsbau Gosollschaft mit 

beschränkter Haftung. Clutch , especially for motor 
vehicies . Accepted on 2nd December 1966 . 

A disc mieurs having an end face for engagement 
with a clutch disengaging pressuremember and holding 
means firmly connected to a surface of sald disc 

means other than sald end surface . 
98409 , P . W . R . Brown , Film splicing method and apparatus. 

Accepted on 7th Dccomber 1966 . 

Comprising two reproducing devices, two driving 
devices , a sychronising device and two movable 

switches , 
98462. Rexall Drug and Chemical Company. Continuous 

block copolymerization process . Accepted on Sth 
December 1966 . 

Comprising continuously introducing block 
copolymer of a -olefin polymer to one end of a 
combined zone and introducing 4 sweep gas con 

currently with the movement of the polymer. 
98307. Darjavno Industrialno Predpriatic Earnst Thalamann ". 

Automatic doffing and downing device for ring 
spinners. Accepted on 2nd December 1966 , 

The packed spools are pulled out by radial forks of 
a forked mechanisnt and empty spools are set on the 
spindles by a second fork mechanism having radial 

U -shaped frames. 
98526 . Perkins Engines Limited . Power plant. (20th March 

1964 ). Accepted on 7th December 1966, 

Including a threc elenzent differential gear, an internal 
conibustion engino having its output shaft drivingly 
connected to one element of differential gear, a super 
charging compressor driving ly connected to second 
element of differential gear and operable when 
driven to supercharge engine a hydraulic torgue 
converter, u your train for providing at least one 

forward speed radio . 
01543. Fisons Fortilizers Liinited , Fertilizer manufacture . 

(26th March 1964 ) . Accepted on 5th December 
1966 . 

Comprises reacting phosphoric acid with animonia 
gus at a pressure above atmospheric and then expelline 

the solution into a zone of amblent pressure . 
98584 , Vob Elektro -Apparato -Werke Borlin - Treptow . Inter 

rating heavy three phase current meter, having 
means to adapt the current to be moasured to the 
rated meter current. Accepted on 7th December 
1966 . 

Casing is enclosing the terminal block and the 
secondary windings of the measuring colls are directly 
connected to the meter, for instance the terminal 

block , which is inaccessible to the trespassers . 
90588 . Veb Berliner Vergaser - Fabrik . Carburettor for intor 

nal combustion engines with accelerating plunger 
pump . Accepted on 7th December 1966. 

Characterised in that the overflow channel opens 
into an upper pump chamber which is located abowa 
piston and is connected to a float chamber through 
an openning . 
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98627 . Shell Internetionale Research Maatshchappij N , V . 99250 . Marchon Products Limited . Improvements in the ? 
Method for consolidating a permcable mass round 

manufacture of alkali motal phosphatos . (4th 
a bore hole and the liko, (26th March 1964) . 

May 1964). Accepted on 8th Docember 1966 . 
Accepted on 6th December 1966 . 

By nentmallsing met process phosphoric acid , 
Injectilik a solution of resin forming composiiton 

subjecting the neutralisert llquor to a filtration and 
and a metal organic compound in a suitable solvent , 

obtaining the dried sulla product from the filtiate by 
into the more space of the mass and retaining the 

evaporation ofwater andlearing of the resulting solid . 
solution in the mass until a hard , cross- linked resin 
has been formed , 

99560. S . Yoshida . Improvements relating to half -size motion 

picture films and the photographing and projection 
98639 . Estrela Batteries Limited . Improvements in or relat 

equipments thercof, Accepted on 18th November 
ing to electric dry battorles. Accepted on 3rd 

1966 . 
December 1966 . 
An electric dry battery characterised by a facket 

Wherein the film is a succession of frames verticolly 
clim - top having a central aperture at the top with a 

reduced by half 11 size cumpared with the standard 
downwardly projecting boss of internal diameter less 

size such that the puber of franes fed per unit ilme 
tall the diameter of the central carbon clectrode, 

ls equal to that of the standard size motion picture 

film , the amount of film fed being designed to be one 
98648. Imperial Chemical Industries Limited , Spermicidal 

half of the standard st- . . 
organosilicon lubricant compositions. Accepted 
on 5 Drcember 1966 . 

99603. Imporial Chemical Judustrics Limited . Polyester 

fibros of improved dycahility . Accepted on 1910 
( omprising a spermicidal compound desolved in 

November 1966 , 
later insoluble pol :stloxane polyakylene copoly 
1967 . 

Comprises forming a mixtur in molter condition 
98697. Spindelvabrik Sussen , Schurr , Stahlecker & Grill 

of a polyester or co - polyester with an amine and 
O . m , b . H . Improvements in or relating to loading 

then inclt spinning . 
Amsfor drawing mechanisms of spinning machines . 

99604 . Glavcrbcl. Improvements to slicctglass manufacturing 
( 24th September 1964). Accepted on 7th Decem 
1966 . 

by vertically drawing the glass . [Addition to No . 

59691). Accepted on 19th November 1966 . 
The loading arm being rotatable on a support shaft 
and having a locking lever for locking said loading 

Providing cu viliary cooler on the coolers of main 
arm in a set position by means of locking part 

patent wilh a means to maintain layers of hot gas in 
thercof co - operating with a second locking part 

upward movement between coolers and glass sheer. 
carried by a fixture on said shaft. 

99607 , Kaiser Industries Corporation . Method for treating 
98738 . Phillips Petroleum Company. Improvements in the 

molten metal with a volatile material. Accepted on 
production of carbon black with increased structure 

19th Novenber 1966 . 
charactoristics. Accepted on 5th December 1966 . 

Treating molten material with volatile material 
Introducing a stream of hydrocarbon feedstock 

coniprising maintaining a pool of metal with vapour 
axially into a carbon black furnace , introducing a 

space full with passive gas and maintaining a volatile 
separate coaxial stream of an oxygen cotaining gas 

treating nuterial and the walls in contact wilih vapour 
containing at least 33 volume per cent oxygen is 

phase maintains a temp. above freezing point of 
ultimately to produce carbon black with higher 

volatile material, 
structure characteristics. 

99617 . Dunlop Rubber Company Limited , Bonding Textiles 
98774 . William Kenyon & Sons Limitod . A length of fabric 

to rubber , ( 10th June 1964). (Addition to No . 
woven from fibres or filaments of natural or regene 

93171]. Accepted on 21st November 1966 . 
rated cellulose or nylon or mixtures thereof and a 
spindle tape or endless flexible transmission mcans 

Treating textile material with an admixture in 
comprising said length of fabric . ( 14th April 1964) . 

aqueous dispersion of a phenolic resin and a blend of 
Acceptod on 2nd December 1966. 

an aqueous dispersion of a copolymer of a conju 
Cellulosic or nylon fabric is impregnated with a 

gated dlene and an unsaturated ketone and an uqueous 
solution in an organic solvent of an acrylic resin 

dispersion of a polymer or copolymer of conjugated 
Together with a low melting point nylon . 

diene and coating the dry textile with a mono -and /or 

Himolefin rubber composition and curing . 
98806 . Compagnie De Saint-Gobain . Improvements in or 
relating to the manufacture of sheet glass . (Addition 

99660 . American Flaogc and Manufacturing Co . Inc . Improve 
to No. 93290 ]. Accepted on 7th December 1966 . 

ments in or relating to tho manufacture of metal 

closure caps from flat blanks. Accepted on 22nd 
Pouring the niolten glass in contact with a restrain 

November 1966 . 
iny member , the flexible guide being in the form of 
Ivo such fexible guides under tension introduced 

Comprises a substantially circular disc like top 
into the molten glass on both sides of the restraining 

portion having skirt around it, a tear strip extending 
member and drawn along in a downstream direction , 

down the skirt. 
98852 . Rohm & Haas Company. Process for the preparation 99699 . Farbwerke Hoechst Aktiengesellschaft vormals Meister 
of treindioates and the corresponding acids, com - - 

Lucius & Bruning, Process for the manufacture of 
pounds so prepared and compositions containing 

water-soluble . phthalocyanine dyestuffs . Accept 
tho saine. Accepted on 3rd December 1966 . 

ed on 25tb November 1966 . 
Comprises reacting ( A ) acytylene , crbon monoxide, 

Aminophenyl- B -hydroxyethylsulfone is reacted 
nickel carbonyl a compound of the formula ROH and 

with copper-phthalocyanine-(3)-tetra -sulfonic acid 
an unsaturated hydroxy halo compound ( B ) Adding 

halide. 
suuficient amount of hydrogen halide ( C ) reucting 
the compound so found with a acetylene carbon 

99748. Imperial Chemical Industries Limited and 
monoxide and nickel curbonyl and ROH where R 

Solvay Et Cie , Jimprovements in crystallisation 
Is either hydrogen or alkyl radical. 

processes . (16th June 1964 ). Accepted on 29th 

November 1966 . 
98882. Schjeldrop & Co. Limited . Improvements in or relat 
ing to fuel burners . ( 17th April 1964). Accepted 

An apparatus enabling a gas to react with an 
on 3rd December 1966 . 

aqueous system yielding a crystalline phase compris . 

ing a plurality of compartments arranged in a column 
Comprising means for conducting fuel and deliver 

the base of each compartment is with holes for gas 
ing air to an outlet of the burner and means for varying 

passage . 
rate of supply of fuel by varying rate of supply of 
air . 

99775 . Shell Internationale Rosearch Maatschappij N . V . 

Distilling process and apparatus for contacting 
98936 . Inpower Works ( Proprietary ) Limited . Fluid torque 

liquids and gases . Accepted on 29th Novembor 
transmitter . Accepted on 5th December 1966 . 

1966 . 
At least two couplings in tundem , each comprising a 
currier mounted for rotation about an axis and carry 

Liyuld separated by tubular contacting apparatus 
ing a plurality of liquid intrapping wheels mounted 

is returned to tray , the liquid being available for 
for rotatirin on the carrier . 

supply to tubular contacting apparatus or contacting 

apparatuses being located on the tray. 
99236 . Ruti Machincry Works Ltd ., formerly Caspar Honegger , 
Device for the selective adjustment of a drop box 

99786 . Societa Rhodiatoce S . P , A . Continuous process for 
on a weaving loom . Accepted on 7th December 

the production of adiponitrile . Accepted on 29th 

November 1966 . 
1966 . 
An indicator means supplies an indication for 

Continuously contacting adipic acid , catalyst and 
actrating a shut-of device when the coupling means 

gaseous ainmonta in excess in the presence of a 
is moved out of its working position , 

diluenr . 
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99903. Ciba Llen tod . Proparation for combating cotton 

posto . Acceptod on sth December 1966 . 

Composing as an active substance a compound of 
the formula < CH2-- 2 > P - OCH , in admixture 


99 02 . Dynamit Nobol Aktiongesellschaft. Process for soluble 

lizing polyhydroxymethylono as xanthogenate in 
aqueous phase . Accepted on 30th November 
1966 . 

Comprises reacting polyhydroalmethylene andor 
macromolecular compounds containing polyhydroxy 
methylene structure in aqueous phase with carbon 

disulfide and basic materials. 
99803 . Vob Schwermaschinenbau Verlade -Und Transportan 

Lagen Leipzig , Device for the catalytic oxidation 
of polsonous and noxious cxhaust gases of internal 
combustion coginos. Accepted on 30th November 
1966 . 

Comprising on ontar cylindricul chainber fitted 
with an outlet arrangement and Inside suld chamber 
is provided a tube for receiving calalytic agents she 

tube being co - axtally placed and fixed . 
99825. Detring Millikon Research Corporation . Novel blue 

fugitive tint compounds and process for pro 
paring the same. Accepted on 30th November 


with additives such as solvents, stabilizers or 

dispersants, 
99903. The Metal Box Company of India Limited . A 

closed container assembly . Accepted on 5th 
December 1966 , 


1966 . 


Coupling ethoxvlared diazorised aromatic amine 
like N , Nodi ( hydroxyethyl) aniline with compound 
of type 1-8 . dihydro -xynappthalene-3 , 6 -disulfonic 

acid salt. 
99856 . Textron Inc. Expansible linkage for uso in making 

I watch band or similar article of jowelry . Accept 
ed on 1st December 1966 . 

Comprising two rows of overlapping staggered 
links an interconnecting member having a leg located 
within at least ond of said links and resilient means 
comprising plurality of springs associated with sald 
one link and capable of resisting displacement of 

said links. 
9987 $ . Ęthyl Corporation . Improved process for producing 

vinylchloride- ethylene copolymer and copolymers 
producod thereby . Accepted on 2nd December 
1966 . 

Copolymerising vinyl chloride and ethylene there 
after injecting a basic compound Into the copoly 
merisation mixture and discontinuing copolymerisa 
tion when the product contains 3 - 12 , chemically 

bonded ethylene 
99878 . Aluminium Laboratories Limited . Recovery of fluorino 

values from tho waste gases of aluminium reduction 
cells . Accoptod on 2nd December 1966 . 

Comprising treating waste gas stream with am . 
monia pas under conditions such that a solid reaction 
product with hydrogen fluoride content of said waste 
gas is formed and filtering treated gas to remove 

sald solid reaction product. 
99880 . G . B . Hern . Improvements relating to clongated 

structural units. Accepted on 200 December 
1966 . 

Comprising a pair of spaced apart chord members 
inter -connected by web elements forming opposite 
walls which alternate from side to side along the 
length of each unit, each element being composed 

of a plate having offset reimforcing strut parts . 
99892 . Bendix Westinghouse Automotive Air Brake Company , 

Improvements in or relating to fluid pressurc 
braking systoms. Accepted on 3rd December 
1966 . 

Characterised in that it comprises means including 
a conduit and a flow retarder for connecting actuator 
and emergency reservoir to atmospherd upon venting 
of emergency line and means for feeding back to 
lock port the fuld pressuro existing in conduit bet 

ween actuator and flow retarder. 
99894 . Maybach -Motorenbau G .m .b . H . System for controll 

of a hydrodynamic brake, Accepted on 3rd 
Dccombct 1966 . 

An adjustable throttle valve is arranged in the 
outlar Hne and a centrifugal-type pump acting as 
a filling pump which , frispite of removal of liquid 

keops the brako circuit always completely filled . 
99895. J. R .Goigy A . G . Stabilization of organic material 

particularly polyolefins. Accepted on 5th Docomber 
1966 . 

Incorporating 0 .005 % - 10 % by weight of stabi 
lizer 


Comprising a container having compressed recess 
at the bottom of its neck , closure cap having an 

uhnular upstanding rin and a sealing member , 
99917 , Compagnic Gencrale D entreprises Electriques, Imp. 

rovements in or relating to clectric switches used 
lg control and signalling systero9. Accopted on sth 
December 1966 , 

Comprising at least one block including at least one 
stage of contacts actuared by the axlal motion of 
the driving member and ar least one stage of con 

tacrs. 
99932 . Mr. Balasubramanian Vijayalakshmi. Improvements 

in or relating to sockets for use with aluminium 
electricals cables in low voltage distribution systems 
And the like . Accepted on 7th December 1966 . 

Comprising a hollow a central bore , jald body 
being slit on its side throughout its length two 
abutting member being provided on either side of 

the member two bolts and nuts, 
99936 . Standard Telephones and Cables Limited . Electric 

cables . (31st July 1964 ). Accepted on 3rd December 
1966 , 

Comprising longitudinally folding metallic taper 
around the cable overlap end portion circumferentially 
providing an unbounded longitudinal scon , providing 

a sheath of thermoplastic material, 
99939 . Decring Milliken Research Corporation . Automatic 

bobbin supply systom . Accepted on 6th Decomber 
1966, 

Includes ineans operably associated with bobbin 
receiving and guiding means and gate means to 
open sald gate means and allow bobbins to drop 
into sald bobbin receiving and guiding means in 

response to bobbin level in sald last moans . 
99931. Vob Farbenfabrik Wolfen . Process for making pollet 

shaped polymer particles . Accepted On 3rd 
December 1966 . 

Wherein mono -vinyl compounds to which a small 
amount of a cross linking polyvinyl compound has 
been added are polymerised in the presence of a 

stabiliser at constant temperature , 
99952 . Deering Milliken Rescarch Corporation . Improve 

ments in or relating to mechanism for the transfer 
of bobbins. Accepted on 7th Decembor 1966 , 

Comprising an endless belt having bobbins receive 
ing pockets , belt gulding means, means forming an 
Opening in sald guiding means a gate member having 
a plurality of blade members bobbin receiving and 
guiding means below the sald opening and means 
to allow bobbins to drop through sald opening in 
response to the level and bobbin in sold bobbin 

receiving and guiding means. 
99953 . James Machio & Sons Limited . Improvemtats in and 

relating to textile winding machinc . ( 25th Juno 
1964 ). Accepted on 2nd December 1966 . 

The rotary traversc member mounting is adjust 
able to be positioned on either side of the spindly 
depending on direction of spindle rotation , the anche 
between spindle axis and traverse member oxis being 

varlabla . 
99957. Farbwerko Hoochst _ Aktiengesellschaft vormals Mo 

Istor Lucium & Bruning. Process for preparing 
thermostabilized copolymers. Accepted on 8th 
Deocmber 1966 . 

By creating copolymers of trloxane and at least 
one cyclic ether with an aqueous solution containing 
a buffer system of an amine , isobutyraldehyde and 
a member selected from the group of the weak 

organic and fnorganic acids. 
99963 . N . V . Philips Gloeilampenfabrieken . Improvements 

in or relating to electric incandescent lamps. Ac 
copted on 7th December 1966 . 

Comprising a tungstan filament in an inner bulb , 
containing an inert gas and hydrogen chloride and 
on outer bulb of transpuront and gas tight materie 
the space between inner and onter bulb containine 
hydrogen . 


R - SCH2 - CH - 6 - 0 – R2 


CH , _ - - 0 - R3. wherein R is alkyl 

with 8 – 18 C - atoms 
and R3 


OR, is alkyl with 12 – 18 C - atoms. 
99901 . International Standard Electric Corporation . Ava 

lancho transistor , Accepted on Sth Docombor 
1966 . 

Comprising a body of semi conductive material 
of one conduolve type a region of soml conductive 
materlal of opposite conductive type forming 4 
rectifying function , 
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Comprises reacting either (@ ) a carboxylic acid 
halide free from acidic water solubilizing fromp 
with an amine or ( b ) coupling a diaro compound 
of an amine with a napthol. 


100222. Owaens -Curning Fiberglas Corporation . Mothod and 

apparatus for melting and processing heat-soften 
able mineral materials. Accepted on 6th Deoember 
1966 , 

Delivering heat-sostenable mineral material into 
the off wet region fowing the material generally 
laturally from the offer region into the main region . 


100233, Ciba Luited . Process for flame-proofing of cellulose 

containing textiles . Accepted on 3rd December 
1966 , 

The fabric is impregnated in a first stage with a 
water soluble , harderable amino plast in the presence 
of the impregnaring liquid and intregrated in a 
second stage in an aqueous bath containing in 

fetrakis (hydroxymethyl)-phosphonium halide. 
100272. Imperial Chemical Industries Limited . Improvemonts 

in or relating to polymers of vinyl chlorido . ( 8th 
December 1964 ), Accepted on Sth December 
1966 , 

Polymerising (1) vinyl chloride and ( 11) 0 . 30 % by 
weight of monomeric component having one or 
more ethylenically unsaturated compound wherein 
at least one chlorinated polyethylene with 15- 50 % 
by weight content of chlorine is added . 


100294 . Spindelfabrik , Sussen , Schurr, Stahlecker & Grill 

G .m .b . H . Twin pressure roller unit mounted on 
ball bearings to be used on a drawing mechanism 
of a spinning machine. Accepted on 7th Decomber 


1966 . 


Outer races of the ball bearings are provided with 
tubular extensions fitted over ends of the cylindrical 
rube and provided with bearing shoulders facing 
towards the centre between the two rollers, 


99969 , British Nylon Spinners Limited . Yards of polymerie 

material and processes and apparatus for peling 
same. (10th June 1964 ). Accepted on 7th Docomber 
1966 . 

Yam comprise s a multiplicuy or morconnected 
segments extending in a generally arial direction 
with a progressive advancemont of segments along 

with the axls . 
99985. Standard Telephones and Cables Limitod . Method of 

caveloping an elongated member. ( 10th July 1964 ). 
Accepted on 7th December 1966 . 

Comprising a flexible tape having a coating of a 
Thermoplastic material on atleast one of its sides 
and bending said flexible tape round successive 

portions of the elongated member. 
99986. luternational Standard Electric Corporation . Flaw 

detection apparatus. Accepted on 7th Docember 
1966 . 

Comprising first means for Illuminating object and 
including first deflection means for providing a 
Time-based viien signal in response thereto a mask 
having contrasting areas thereon , second means for 
illuminating musk and including second deficcrion 
means for providing a time-hased blankiry simal, 
scant generatingmans and means for blanking 

File signals in response to blanking signals , 
99996 . Chemische Fabrik Plersee G .m .b . H . Process for 

making creasc resistant texules of cellulose and / 
or regeneratod cellulose and textiles treated by 
such process . Accepted on 6th December 1966 . 

Treating cellulosic textile materials with an aqueous 
bath containing a N -methylol compound of a cyclic 

lactam and an acid caralyst, 
100046 . Union Carbide Corporation . Process for molding 

toanied thermoplastic articles and apparatus there 
for . Accepted on 8th Decernber 1966 . 

Molding foamed thermoplastic articles which 
comprises mixture of thermoplastic and flowing agent 
fluxing in an cxtruder below foaming tomperature 
and pressure , extruding in accumulation tone ex 
ponding , maintaining a mold , communicarion between 

mold and zone. 
100075. D . P . Ahuja . Fluid Control valve. Accepted on 7th 

Deceinbct 1966 , 

Coniprising a support structure with an annular 
valve seat forming a fluid port, 4 tubular flexible 
Hallcomlected between the structure and an elementi 
engacable with the valve seat and thermally acrwator 
means connecting it with the element thereby to 

open and close the port. 
100083 . Stauffer Chemical Company , Compositions contain 

ing a hexavalent chromium compound and metal 
surfaces treated with such composition . Accepted 
on 8th December 1966 . 

A composition comprising a hexaveleni chromium 

compound in a solvent. 
100090 . N . V . Philips Gloeilampenfabricken . Improvements in 

or relating to controlled rectifiers. Accepted on 
7th December 1966 . 

Comprising a semi conductor body having four 
sequential region , a central electrode is coupled 

to one of the Intermediate regions. 
100094 Dynamit Nobel Aktiengesellschaft, Process and 

apparatus for the continuous Manufacture of 
internally threaded componcnts. Accepted on 
3rd December 1966 . 

Including the steps in order of continuous plasticis 
ing the material forming it into a rubr - like shape , 
passing it around a threaded spindle rotated at 
constant speed and kept at constant temperature 

and finally cooling it , 
100105, The Dow Chemical Company. Bacteria growth 

resistant fibers of acrylonitrile polymers , Accepted 
op 1st December 1966 . 

Containing hydroxyaromatic compound i.o., 2,2 - . 

thlobis (4 , 5- dichlorophenol). 
100155. Frankenstçin Group Limited . Improvements in or 

relating to stowages for Infatable Uferafts and the 
like. Accepted on 6th December 1966 . 

Comprising the painter line, connected to the 
automatically - releasable lashing anchorase provided 
by the hydrostatic device, and also a weak connec 

tion to a permanent anchorage on the ship . 
100206 , Ciba Limited . New monoazo pigments , proceso for 

their manufacture , and organic materials wbenever 
pigmented thorewith . Accepted on 6th Doctober 
1966 . 


100295. Spindelfabrik Sussen , Schurt , Stablecker & Grill , 

G .m .b . H . Twin pressure roller unit with friction 
bearings for a drawing mechanism of a spinning 
machine. Accepted on 7th December 1966 . 

Bushings on the shaft are connected to the central 
bearing member by special bushing supports mounted 
on said member and are provided with sealing fian 
ges. 


100448 . Chemische Fabrik Prersec G . m .b . H . The prepara 

tion of condensation products having fungicidat 
properties. Accepted on 3rd December 1966 . 

Heating together pentachlorophenol and an ether 
of a methylol compound of urea with an aliphatic 
alcohol. 


100556 . Institut Elektrosvarki lin , E . O , Patona. Rail -type 

apparatus for electroslag welding of metal. Accept 
ed on 7th December 1966 . 

Comprising a welding head , fixture for mouthpiece , 
welding wire , molten bath welding head is provided 
with two welding head rotatably mounted mechanism 
for shifting the zone of oscillations of the welding 
wire. 


100601. South African Iron and Steci Industrial Corporation 

Limited . Improvements in and relating to zono 
refining. Accepted on 8th December 1966 , 

A method of zone refining including stroduction 
into a container and subject it to centrifugal force 
to make it urge against wall, heating de to partially 
melt it and moving the zone to subject the motortal 
to melting freejing cycle . 


100612 . J. R . Gelgy S . A . Push -button control distributor 

for products in the fluid state . Accepted on 6th 
December 1966 . 

The plug provided with push button for control of 
escape of propellant said push - bution comprises a rod 
mounted slidingly in the plug and penetrates into the 
propellant reservoir , 


100645. International Business Machines Corporation . Appa 

ratus for cutting and conveying sheots from a conti 
nuous wcb , Accepted on 7th December 1966 , 

Comprises web dellvering nieans, vacuum belt 
means for maintaining web tant during cutting and 
cutting means disposed between sald first two 
means, 
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100760 . The Electric Storage Battery Company . Improve 

mcots relating to doforrod -action clcctric battcrlcs. 
Acooptod on 7th December 1966 . 

Cathode comprising a mixture of graphic , a con 
pound j elding cuprous ions in the presence of water 
and a hiaterial selected from the group consisting of 

sulphur , selenium ant telluriuni, 
100767. Atellers De La Motobecane , Improvenients relating to 

frames of autocycles which are spot welded . Accep 
ted on 8th December 1966. 

Autocycle frumne complurch electrically welded 
characterised in that the components include flanges 
differently arrangert with consideration of forces it 
must resist , the panges being accessible by welding 

electrodes . 
10084 $ . Sperry Rand Corporntion . Improvements in or rolat 

ing to power fluid amplifiers, Accepted on Sth 
December 1966 . 

Housing having a borc thercin , ( shiftable spool 
valve member disposed in said bar and a pair of longi 
ludinally , spaced control chambers , a radially extend 
me barrier on said meniber , a diffuser opening to 

said bore and jer furning means. 
100883 . M . V . Kanani. Improvement in or relating to respi 

ratores. Acccpied on Sih December 1966 . 

Comprising a rubber mouuhpiece , a filler remir , 
at least one inlet and outlet vulve s wherein the outler 
valve is provided on a aluminium front piece which 
front piece is placed in crn cen the said mouthpiece 

and filter ult. 
100894 . Fiber Industries Inc . Filament production for synthe 

tic linear polymers . Accepted on 7th December 
1966 . 

Comprises cxrruding and then dividing the fila 
ments into two separate postious while passing 
them through an insulated portion , thou passing a 
corling gaseous vicdium against said filaments and 

collecting them sepurutely 
101001 . Spindelfabrik sussen , Schurr, Stahleckor & Grill 

G . m .b . II. Device for securing a prcssurc roller 
jacket of a drawing mechanism of a spinning 
machine. Accepted on 3rd December 1966. 

Consists of a ring to be connected to the outer race 
and a resilient securing disc funged to said rins near 

the central axis thereof. 
101002. Mrs . Som Sharma. Electric water heater or soyger . 

Accepted on 71h December 1966. 

Consisting of a plurality of heaters elements each 
bcing enclosest in a tube of ccrahuic material Jacketted 
by a coaxial G , 1. pipe the entire mechanism being 

arranged within an outer casing , 
101056 . Westinghousc Electric Corporation , Electrical insuc 

tive apparatus. Accepted on 7th December 1966 . 

Comprising mugnetic core means having plurality 
of magnetic laminations separated by inorganic 
insulating material core winding assembly and 
electrical insulating mcans encapsulating said core 

winding assembly . 
101127. Asahi Kasci Kogyo Kabushiki Kaisha, Method of 

and apparatus for beat -trcating therinoplastic 
synthetic fibers , Accepted on 6th December 
1966 . 

Comprises , in combination , a bcated cylindrical 
non rotating member with aventurine finished surface , 
an wheated follower roll with aventurine finished 
surface , an unheated driven roll with aventurine 
and mirror- finished portion and a separating guide 

rod . 
101179 . Westorn Electric Company , Incorporated . Production 

of oxide films on solid substrates . ( 5th February 
1965). Accepted on 8th December 1966 . 

Producing oxide film on solld substrate comprising 
providing an oxygen plasma to substrate forming 
an ariode, cuthode being cation of suid oxide , apply 
ing a voltage and supplyin a radio frequency signal, 
voltaye bcing greater then the said direct curreur 

voltage . 
101217 . Bird & Co . Private Ltd . A new ructhod of winning 

manganese values from thc nanganeso dioxide ores 
containing high iron inpurity and products thcrcof. 
Accepted on 8th December 1966 . 

Il ining nangulesc values from manyunesc dio 
vide ones containing high iron impurity , comprising 
treating with rqueous JC10145 salt solution manganese 
rcducing to munguNons state, evaporating the remain 

ing solution . 
101303. Automatic Tclcphone & Electric Company Limited . 

A switching stage for a telephone or like switching 
systoin , (2nd September 1961). Accepted on 
8th December 1966 . 

wirching system cmploying a plurality of first 
crossbar switches, a plurality of second crossbar 
switches quid a plwality of outlets multipled across 
corresponding crosy points, 


101349. Asahi Kasel Kogyo Kabushiki Katsha , Method of 

an apparatus for stretchlog synthetic fibei . Accep 
ted on 7th December 1966 , 

Comprises varjing periodically the denier of the 
fibre by using stretching roll having the surface 
Anished a venturine partly in circumferential direc 

tion . 
101361. Badische Anilli - & Soda-Fabrik Aktiengesellschaft, 

Solcctive herbicides . Accepted on 5th December 
1966 . 

Comprising mcthylumino methylenureus and a 

carrier . 
101408, Asahi Kasei Kogyo Kabusbiki Kaisha . Amethod for 

Biltering & spinning bath of viscose rayon and an 
apparatus therefor. Accepted on 3rd December 
1966 . 

By a method characterised by passing the spinning 
bath through a filter layer of glass beads of diameters 

in the range of 0 . 4 to 0 . 5 milimeters. 
101606 . Cowlishaw , Walker & Co, Limited . Improvements in 

or relating to presses . (21st September 1964 ) . 
Accepted on Sth December 1966 . 

Means whereby the bolster , wherein the working 
area , may be attached to the uprights or to the 
other structure of the press at the sides or corners of 

the working arca and be liftcd clear of the ralls , 
101720. International Standard Electric Corporation , Rail 

way touto setting arrangement. Accepted on 7th 
December 1966 . 

Contacts of the manually operablc key are arrang 
ed in the circults existing for route line up throwing 
and locking of the truck element position relay and 

the track element locking relay , 
101926 . Council of Scientific and Industrial Research . Im 

provements in or relating to the manufacture of 
benzoyl chloride from benzotrichloride . Accepted 
on 3rd December 1966 . 

Partial hydrolysis of benzotrichloride with water 
using naturally occuring or processed complex metal 
lic silicate carth or gypsum , calcium sulphato or 

barium sulphate as catalyst. 
101949 . Statham Instruments , Inc. Improvement in univer 

gal transducing cell. Acceptod on 8th December 
1966 . 

Comprising an armature , transverse pim , two fixed 

pins, two pairs of spring axlal position fravje . 
101956 . Associated Electrical Industries Limited . Apparatus 

for detecting rubbing contact between relatively 
movable parts of a machino. (6th November 1964 ). 
Accepted on 7th December 1966 . 

Includes means sensitive to the magnitude of the 
clectrical resistance between the two consecutive 
surfaces and arragned to give a signal of the separation 

or contact between the two surfaces. 
102106. Union Carbide India Limited. Roinforcement cup 

capable of use in an electric flash light. Accepted 
on 5th December 1966 . 

Comprising a cup body , an opening in the base of 
the said cup a path being formed in the cup for the 

fash light switch . 
102184 . Cesalpinia S .p .A . Composition used as anticaking 

or anti-plastering of clays . Accepted on 3rd Dec 
cmber 1966 . 

Consisting cssentially of a synergic blend of at 
least one polysacharide collotd and at least 0116 

lypophilic matter. 
102235. Aktiebolaget Bofors, Ball and socket joint for shock 

absorber . Accepted on 29th November 1966 . 

Comprising in that the plain surface of movable 
piston facing towards the damping Juild a hole has 
been made which leads the sliding surface between 

the piston and the ball on the rod. 
102257. Eloktrokemisk A / S . Method and apparatus for produc 

ing electrode pastc . Accepted on 3rd Docember 
1966 . 

For the clectrodes of electric melting furnaces 
and furnaces for the melt clectrolytic production of 

aluniinium . 
102473 . Polypharm Private Limited . Inflatable plastic band . 

age. Accepted on 2nd December 1966 . 

Comprising a doubled walled inflatabloplastic filnt 
bag which when rolled or folded to align two opposite 
free edges thereof provides a sleeve having opening 
ar both the ends or at one cnd , conforming substan 
tially to the shape of a limb, means for fastening to 
gother two opposite edges and an inler for blowing air 
or gas between the walls of bug . 
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102811 . Aktiebolaget Svenska Flaktfabriken . An apparatus 

for wet cloaning dust-ladon gases. Accepted on 
6th Decembor 1966 . 

Comprising an inlet chamber a dis-charge chamber , 

a partition wall and a baffle . 
102983 . M , G . Wang. An improvement in or relating to 

Hame- cutting and welding. Accepted on 3rd 
December 1966 . 

By a niethod using a mixture of oxygen and hydro 
carbon fuel gaşcs including the step of pre -heating 
the gas mixture preferably to the highest safe tempe 

rature region i.e ., below the ſaslı point of the mixture. 
103620 . Atolicry De Construction Electriques De Charleroi 

(Acec . ) A circuit for establishing a condition of 
incompatibility between two or moro logical varia 
hles. Accepted on 8th December 1966 . 

Comprising two or more presaturated magnetiri 
elements a primary and a secondary windings and a 
direct current desaltation winding. ret 

Printed specifications published 
A limited number of printed copies of the undernoted speci 
fications are available for sale from the Officer -in - Charge , 
Government of India , Contral Book Depot , 8 , Hastings Strect, 
Calcutta , at two rupces per copy : 

( 1 ) 
90083 . 90106 . 90107 . 90108, 90116 . 90181. 90182 . 90207 . 
90210 , 90248 , 90307. 90323 . 90327. 90331. 90342 . 90351. 
90354 . 90368 . 90461. 90470 , 90 $ 97 . 90652 , 90793 . 90938 
90940 . 90941, 91048 . 91438 . 91944 . 91578, 91593 . 91604 . 
91605. 91615. 91627. 91632. 91638., 91646 . 91648 , 91674 . 
91680 , 91684 . 91695 , 91696 . 91701, 91710 . 91720 , 91721. 
91737 . 91745, 91762. 91763. 91764 , 91783, 91785 . 91786 . 
91792. 91865. 91869, 91959. 91967 . 91973 . 91975. 91998 . 
92010 . 92012. 92025 . 92029 , 92093, 92231, 92384 92402 . 
92429 . 92434 . 92502. 92530 . 92558 . 92575. 92616 . 92699 . 
93024 . 93134 . 93726 . 99103. 

( II ) 
88237 . 90172 . 90209 . 90269 . 90299 , 90313. 90328 , 90346 . 
90357. 90365, 90370 . 90394 , 90431. 90474. 90634 . 90676 . 
90677. 90690 . 90717. 90916 . 90937. 91287 . 91341. 91645 . 
91663 . 91673 , 91692 . 91712 . 91718 . 91729 . 91731, 91732 . 
91734 . 91736 . 91754 . 91765 . 91768 . 91769 . 91772 . 91789 , 
91791 . 91795 . 91804. 91805 . 91810 . 91813. 91818 . 91820 . 
91822 . 91859 . 91864, 91873, 91874 . 91877 . 91880 , 91896 . 
91907. 91909. 91910 , 91927. 91946, 91969. 91972 . 92011. 
92086, 92096 , 92097 , 92098 , 92143 . 92188 . 92192 . 92220 . 
92237. 92246 , 92318 . 92354 . 92363. 92418 . 92419 . 92431 . 
92571 . 92725 . 92836 . 92855 . 93011. 93082 . 93350 . 93426 . 
100159 . 100376 . 

Patonts Sealed 


55894 , 55998 . 56022 . 56023. 56028 . 56129 . 56291 . 56307. 
56317 , 56336 . 56358. 56656 , 56671. 56680 . 56681. 56805 
59110 , 59129 , 59142 . 59145 , 59147. 59148 . 59243, 59272 . 
59302 . 59305 . 59310 , 59375 . 59378 . 59384 . 59397 . 59428 . 
59517 59526 . 59691, 59692. 59886 , 62455 . 62994 . 62600 , 

62684 . 62728 . 62743. 6274 . 62760 . 62803 . 62835 
62837 . 62908 . 62953 . 62959 . 62960 . 62991. 62996 . 63032 
63202 . 63249 , 64582 . 66033 . 66069 . 66199 . 66249 . 66254 
66288 . 66317 , 66318 . 66398. 66151 . 66502. 66532 . 66533 
66540 , 66581. 66973. 67271. 67582. 69817 , 69964. 70040 . 
70050 . 70067. 70112 . 70127 . 70161. 70206 . 70252 . 70266 . 
70277, 70332 , 70303, 70360 , 70380 . 70381 . 70432 . 70455 , 
70462 . 70469, 70514. 70519 . 70545 , 70550 . 70558 . 70567. 
70677. 70798 . 70865, 71328 . 71901, 72247, 74382, 74414 . 
74450 . 74507. 74508. 74519 . 74524 . 74555 . 74603 . 74614 . 
74627, 74654 . 74666 . 74693. 74724 , 74749, 74753, 74765. 
74843. 74844 , 74862. 74863 . 74864. 74870 . 74386 . 74923, 
74924 . 74927. 74942. 74945 . 74946 . 74987. 74989 . 75065 . 
75087, 75090 , 75128 . 75138 . 75227, 75332 . 75373 . 75483 , 
75549 , 75603. 75798 , 75856 , 75913 . 76792 . 77131 , 77754 . 
78485 . 78938 . 79042, 79542. 79639 . 79646 . 79656 . 79727, 
79753 . 79777 , 79796 . 79839 . 79860 . 79864 . 79879. 79921 . 
79956 , 80040 . 80079 . 80080 . 80181 . 80182 . 80216 . 80222 . 
80249 . 80252 . 80254 . 80255 . 80256 . 80257 . 80258 . 80289 . 
80382 , 80398 . 80399 . 80412 . 80432 . 80488 . 80489 . 80511 . 
80515 . 80517 . 80656 , 80672. 80810 , 80907 . 81123 , 81392 . 
82114 . 82881. 85060 , $ 5471. 85540 . 85543. 85577 . 85580 . 
85589. 85623. 85627 . 85636 , 85638. 85658 . 85704, 85748 . 
85763, 857.82 . 85796 , 85819 . 85853, 85865, 85866 . 85882 . 
85921. 85922 . 85951, 86022. 86043 . 86067, 86086 , 86138. 
86177, 86179 , 86189. 86190 , 86191. 86192 , 86216 . 86217 , 
86218 , 86228. 86229 , 86243. X6286 , 86-150, 86456 . 86457, 
86610 . 86771, 86830 . 87137 . 87294 , 87619 , 87673 . 88361, 
89256 , 89832 . 90389. 91327 . 91496 , 91512 . 91539 . 91691. 
91738 . 91818 , 91880 , 92179 , 92180 , 92181, 92182. 92183. 

Cessation of Patents 
55773 . 57255 . 57687 . 

Restoration Proceedings 
An order has been made ou the 22nd November 1966 
restoring the patent No. 62354 , dated As of tho 22nd 
November 1957 granted to the Oriental Metal Industries 
Private Limited for “ Kerosene oil stove of the wick types " . 


92755. 93402. 94072 . 95034. 95229 . 95465. 05479 . 95480. 
95506 . 95561. 95671 , 95784 . 95892 . 95916 . 95930 , 96078 . 
96125 . 961.15 . 96150 , 96161. 96162 , 96163 . 96164 . 96178 . 
96183 . 96185 . 96186 . 96187. 96209, 96233. 96235. 96238 , 
96244 . 96246 . 96271 , 96285, 96306 . 96324. 96328 . 96334 . 
96344 , 96390 , 96600 . 96645 . 96687 . 96766 . 97318 . 97499 . 
97585 . 


Registration of Designs 
The following designs have been registered . They are not 
open to inspection for a period of two years from the date of 
registration except as provided for in Section 50 of the Indian 
Patents and Designs Act. 

Tho date shown in each cntry is the date of registration of . 
the designs including tho entry . 

The dates shown in crescent brackets are the dates claimed 
under Section 78 - A of the Act . 


89105. 92351. 93726 . 93885. 94787. 94999 . 95040 , 95041. 
95086 . 95131. 95187. 95212 . 95238 . 95444. 95591 . 95681 , 
95682. 96067. 96180 , 96211 . 96214 , 96218. 96268 . 96301 . 
96336 . 96339 . 96345, 96380 . 96400 , 96402 , 96416 , 96420 . 
96421 , 96452. 96453. 96454 . 96459 . 96477 . 96740 , 96880 , 
96996 . 97083 . 97227 . 97331 . 97486 . 97487. 97523 97684. 
103137. 104195. 104439 . 

Amendment Proceeding 


Class 13 . Nos. 127512 to 127518 . Hindustan Embroidery 
Mills Privato Ltd . Chhcharta (Amritsar). Taxtilo goods . 
December 18 , 1965 . 

Class 13. Nos. 128089 to 128119 . Jiyajcorao Cotton Mills Ltd . 

Indian Company, Birlanagar (Gwalior ). Textilo goods . 
March 26 , 1966. 


Copyright Extended for the Second Perlod of 

Five Years 


The amendment proposed by Glavorbel, in respect of Patent 
application No . 89644 as advertised in the Gazette of India , 
Part III,Section 2 , dated the 27th August 1966 has been allowed . 

(2 ) 
Tlie amendment proposed by National Casting Company in 
respect of PatentNo. 96417 as advertised in the Gazette ofIndia , 
Part III, Section 2 dated the 13th August 1966 has been allowed . 


No. 111687 

Class 1 
No . 113052 

Class 3 
Nos. 111181 & 111182 

Class 4 
No. 105914 

Class 5 
Copyright Extended for the Third Perlod of 

Five Years 
No. 87451 

Class 1 
Nos. 111181 & 111182 

Class 4 

A . JOGARAO 


(3 ) 


The amendment proposed by Sucony Mobil Oil Company, 
Inc., in respect of patent application No . 96764 as advertised 
in theGazette of India , Part III, Section 2 , dated the 27th August 
1966 has been allowed . 

Renewal Fees Paid 
46521 . 46531. 46532. 46614 , 48654 , 48747. 50884, 30956 . 
$ 0967. 51118. 53476 . 53567 . 53572 . 53786 . $ 3645 , 53991. 


Controller General of Patents, Designs and 

Trade Marks 


PINTE IN INDLA DY T102 MANAGER GOVERNMENT OF INDIA PXBSS , 
FANIDABAD AND PUBLISHED BY THE MANAGER OF PUBLICATIONS, DELHI, 1900 


